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gastric juice in (correspondence) [Vandam], 
53 
gastric juice in (correspondence) [Vaughan ], 453 
peridural anesthesia 
catheter occlusion secondary to osteoarthritis 
(clinical report) [Kaufman & Reynolds], 253 
epidural abscess complicating thoracic epidural 
analgesia (clinical report) [Saady], 244 
total spinal anesthesia late in the course of 
obstetric bupivacaine epidural block (clinical 
report) [Philip & Brown], 340 
pneumocephalus. tension, after posterior-fossa 
craniotomy, « complication of the sitting posi- 
tion (clinical report) [Kitahata & Katz], 448 
porphyria, acute intermittent, thiopental ad- 
ministration without adverse effect (clinical 
report) [Slavin & Christoforides], 77 
Prader-Willi syndrome, anesthetic management 
(clinical report) [Palmer & Atlee], 161 
Treacher-Collins syndrome, endotracheal intuba- 
tion and (clinical report) [Sklar & King], 247 
Computer tomography, see under Anesthetic tech- 
niques, tomography 
Continuous positive airway pressure, see 
Ventilation 
Contractility, see under Heart; Muscle; Uterus 
Convulsions, see under Anticonvulsants; 
Complications; Toxicity 
COOKE, J. E., see WALLACE, C. T., jt. auth. 
CORNELIUS, L. R., see BrIpwal, A. V., jt. auth. 
Coronary-artery disease, see under Heart 
Costa, E., and Greengard, P. (eds.), Mechanism of 
Action of Benzodiazepines (book review), 455 
Cousins, M. J., GREENSTEIN, L. R., HiTT, B. A., and 
Mazze, R. L., Metabolism and renal ef- 
fects of enflurane in man, 44 
CPAP, see Ventilation, continuous positive airway 
pressure 
Craic, D. B., and McCartuy, D. S., Closing 
capacity during CPAP (correspondence), 88 
CRIQUE, M., see MILLER, R. D., jt. auth. 
Cross, D. A., A variation of the intermittent 
mandatory ventilation assembly (clinical re- 
port), 182 
Crue, B. L., Jr. (ed.), Pain, Research and Treat- 
ment (book review), 97 
CULLEN, B. F., DUNCAN, P. G., and RAY-KEIL, L., 
Inhibition of cell-mediated cytotoxicity by 
halothane and nitrous oxide, 386 
Curare, see Neuromuscular relaxants, d-tubocurarine 
Cyanide, see under Toxicity 
Cyclic AMP, see Metabolism, adenosinemono- 
phosphate, cyclic 
Cyclopropane, see under Anesthetics, gases 
Cytotoxicity, cell-mediated, see Immune response, 
cell-mediated cytotoxicity 
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Neuromuscular relaxants 
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DaucuHot, P. J., and GRAVENSTEIN, J. S., Brady- 
cardia after myocardial ischemia and its treat- 
ment with atropine (review article), 501 

——, RASMUSSEN, J. P., NICHOLSON, D. H., DIVERs, 
R. T., KATONA, P. G., ZOLLINGER, R. M., JR., 
KNOKE, J. D., Kyo, E. W., and GRAVENSTEIN, 
J. S., On-line systolic time intervals during 
anesthesia in patients with and without heart 
disease, 472 

, see KREUL, J. F., jt. auth. 

Davis, H., Specific gravity 
respondence), 270 

Davis, N. L., WiLLIAMS , W., TAMER, D. F., and 
GELBAND, H., Intraoperative monitoring of 
left temporal and right radial arterial pres- 
sures during aortic-arch surgery (clinical 
report), 62 

DELANEY, A., GAL, T. J., Hazards of an- 
esthesia and operation in maple-syrup-urine 
disease (clinical report), 83 

Density, see under Physics 

Design, equipment, see under Equipment; Operat- 
ing rooms 

DEVoRE, J. S., WHEELER, A. S., and LATYSHEVSKY, 
H., Misplacement of an umbilical 
catheter (correspondence) 451 

DIAMANT, M., and ARKIN, D. B., False radial- 
artery blood-pressure readings (correspond- 
ence), 273 

DIAMOND, B. I.,HAVDALA, H. S., and SABELLI, H. 
C., Membrane effects of anesthetics (cor- 
respondence), 354; 355 

Diaz, P. M. Use of liquid-crystal thermography 
to evaluate sympathetic blocks (clinical re- 
port), 443 

Diazepam, see under Anticonvulsants; Hypnotics, 
benzodiazepines 

Divers, R. T., see DAUCHOT, P. J., jt. auth. 

Dobutamine, see under Heart; Sympathetic nervous 
system 

Doppler ultrasound, see 
techniques 

DoORNETTE, W. H. L., The medical malpractice 
problem, and some possible solutions (special 
article), 230 

Dorsalis pedis artery, see under Arteries 

Downes, J. J.. CPAP and PEEP—a perspective 
(editorial views), 1 

, Head-box for CPAP (correspondence), 453 

Droperidol, see under Anesthetics, intravenous 

DUMONDE, D. C., see WALTON, B., jt. auth. 

DUNCAN, P. G., see CULLEN, B. F., jt. auth. 


and density (cor- 


and 
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under Measurement 


EASTMAN, C., see STETSON, J. B., jt. auth. 
EDGARIAN, H., and ALTuURA, B. M., Ethanol and 
contraction of venous smooth muscle, 311 
EcEr, E. I., Il, Membrane effects of anesthetics 
(correspondence), 353 
, see BECKER, L. D., jt. auth. 
, see BERMAN, M. L., jt. auth. 
, see MILLER, R. D., jt. auth. 
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EISELE, J. H., REITAN, J. A., MASSUMI, R. A., 
ZELIS, R. F., and MILLER, R. R., Myocardial 
performance and N,O analgesia in coronary- 
artery disease, 16 

Endotracheal anesthesia, see under anesthetic 
techniques; Equipment, tubes, endotracheal; 
Intubation 

Endotracheal tubes, 
endotracheal 

Enflurane, see under Anesthetics, volatile 

Enzymes 

cholinesterase, stability of pseudocholinesterase 
in stored blood (laboratory report) [Lanks & 
Sklar], 428 

induction, see under Biotransformation (drug); 
Induction; Metabolism 

pseudocholinesterase, stability in stored blood 
(laboratory report) [Lanks & Sklar], 428 

Epidural anesthesia, see Anesthetic techniques, 
peridural 

Equipment 

circuits, circle absorber system, compact humidi- 
fied breathing circuit for (clinical report) 
{Ramanathan & others], 238 

design, gas supply lines [Feeley & Hedley- 
Whyte], 301 

exhaust systems, oxygenator, extracorporeal, de- 
vice for removal of waste anesthetic gases 
(clinical report) [Miller], 181 
filters 
bacterial, obstruction by edema fluid (clinical 
report) [Kopman & Glaser], 169 
Intersept micropore filtration of blood, effects 
on microaggregates and other constituents 
(clinical report) [Marshall & others], 525 
head-box for continuous positive airway pressure 
(correspondence) [Downes], 453 
humidifier, compact, humidified breathing circuit 
for circle absorber system (clinical report) 
{Ramanathan & others], 238 
inhalation therapy, tracheal oxygen concentra- 
tions with commonly used oxygen equipment 
(clinical report) [Gibson & others], 71 
intermittent mandatory ventilation assembly, 
variation (clinical report) [Cross], 182 
mean-blood-pressure meter (clinical 
[Philip], 242 
medical gas systems, design and dangers [Feeley 
& Hedley-Whyte ], 301 
sterilization, ethylene oxide degassing of rubber 
and plastic materials (clinical report) [Stetson 
& others], 174 
stimulator, nerve, safe surface electrode for pe- 
ripheral-nerve stimulation (clinical report) 
[Kopman], 343 
tubes 
endotracheal, new method for positioning (cor- 
respondence) [Wallace & Cooke], 272 
tracheostomy, difficulty in removal (clinical 
report) [Pavlin & others], 69 
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Exhaust systems, see under Equipment; Operating — 
rooms 


FAHMY, N. R., and LAvER, M. B., Hemodynamic ‘ 
response to ganglionic blockade with pen- 
tolinium during N,O-halothane anesthesia 
in man, 6 

FEELEY, T. W., and HEDLEY-WHyYTE, J., Bulk 
oxygen and nitrous oxide delivery systems: 
design and dangers, 301 

Feldman, S., and Ellis H. (eds.), Principles of 
Resuscitation (book review), 539 

Fentanyl, under Anesthetics, intravenous; 
Anesthetics, intravenous, Innovar; An- 
esthetics, intravenous, neuroleptics 

Fetus, see under Anesthesia, obstetric; Placenta; 
Pregnancy; Toxicity; Uterus 

Filters, see under Equipment; Transfusion 

FINK, B. R., and KisH, S. J. Reversible inhibi- 
tion of rapid axonal transport in vivo by 
lidocaine hydrochloride, 139 

Fink, B. R. (ed.), Progress in Anesthesiology. — 
Volume 1. Molecular Mechanisms of 
Anesthesia (book review), 362 

FINSTER, M., and Marx, G. F., Neonatal distribu- | 
tion of succinylcholine (correspondence), 89 — 

FISEROVA-BERGEROVA, V., see YOSHIMURA, N., jt. 

auth. 

microbial, of larynx, trachea, and large 
intestine of rat after long-term inhalation of — 

100 per cent oxygen [Paegle & others], 287 

Fluid, spinal, see Cerebrospinal fluid 

Fluoride, see under Ions; Structure, molecular 

Fluroxene, see under Anesthetics, volatile 

Foot surgery, ankle-block anesthesia for, see under 
Anesthetic techniques, regional, ankle block — 

FOSTER, E. J., see BARNES, R. W., jt. auth. 

Friedman, H. H., and Papper, S. (eds.), Problem-_ 
Oriented Medical Diagnosis (book review), ; 
98 

Functional residual capacity, see under Lung 

GAL, T. J., see DELANEY, A., jt. auth. 

GALLOON, S., Ketamine for obstetric delivery | 
(clinical report), 522 _ 

GANDOLFI, A. J., see TINKER, J. H., jt. auth. 

, see WIDGER, L. A., jt. auth. 

Gas, medical, supply lines, see under Equipment, — 
medical gas systems 

Gases, nonanesthetic, “krypton, partition coeffi- 
cients, bood—brain, at 37 C and 29.5 C | 
(laboratory report) [Van Horn & others], 426. 

Gastric juice, see under Gastrointestinal tract, 
stomach 

Gastrointestinal tract 

stomach 
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GELBAND, H., see Davis, N. L., jt. auth. 

Gipson, R. L., COMER, P. B., BECKMAN, R. W., and 
McGRAw, C. P., Actual tracheal oxygen con- 
centrations with commonly used 
equipment (clinical report), 71 

GLASER, L., see KOPMAN, A. F., jt. auth. 

Goldberger, E., A Primer of Water, Electrolyte 
and Acid-Base Syndromes (book review), 
456 

GOLDINER, P. L., see ROONEY, S.-M., jt. auth. 

GOLDSTEIN, G., see WATTS, C., jt. auth. 

Goto, H., Closing capacity measurement and 
modified nitrogen technique (correspond- 
ence), 353 

GRAVENSTEIN, J. S., see DAUCHOT, P. J., jt. auth. (2) 

GREEN, O. C., see BERMAN, M. L., jt. auth. 

GREENE, N. M., Familiarity as a basis for the 
practice of anesthesiology (editorial views), 
101 

——, A new aspect of the metabolism of halothane 
(editorial views), 191 

Greene, N. M., Anesthesiology and the University 
(book review), 187 

GREENSTEIN, L. R., see COUSINS, M. J., jt. auth. 

GRONERT, G. A., MILDE, J. H., and THEYE, R. A., 
Dantrolene in porcine malignant hyper- 
thermia, 488 

——, MILpE, J. H., and THEYE, R. A., Porcine 
malignant hyperthermia induced by _halo- 
thane and succinylcholine: failure of treat- 
ment with procaine or procainamide, 124 

, and THEYE, R. A., Halothane-induced por- 
cine malignant hyperthermia: metabolic and 
hemodynamic changes, 36 


oxygen 


HACKEL, A., see PRINCE, S. R., jt. auth. 
HAGERDAL, M., see CARLSSON, C., jt. auth. 
Halothane, see under Anesthetics, volatile 
HAMBLIN. A., see WALTON, B., jt. auth. 
HANDLER, A. H., see KRIPKE, B. J., jt. auth. 
Hannington-Kiff, J. G., Pain Relief (book review), 
187 
Harper, H. A. (ed.), Review of Physiological 
Chemistry (book review), 279 
HAVDALA, H. S., see DIAMOND, B. I., jt. auth. (2) 
Head-box for continuous positive airway pressure, 
see under Equipment 
Heart 
arrhythmia 
bradycardia after myocardial ischemia and its 
treatment with atropine (review article) 
[Dauchot & Gravenstein], 501 
_ bradycardia, sick-sinus syndrome manifested 
during anesthesia (clinical report) [Pratila & 
Pratilas], 433 
block, complete, during general anesthesia, re- 
lationship of right bundle-branch block and 
marked left axis deviation to (clinical re- 
port) [Rooney & others], 64 
contractility, nitrous oxide analgesia in coronary- 
artery disease [Eisele & others], 16 
coronary-artery disease, bradycardia after myo- 
cardial ischemia and its treatment with 
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atropine (review article) [Dauchot & Graven- 
stein], 501 
coronary-artery disease, nitrous oxide analgesia 
in, effects on myocardial 
[Eisele & others], 16 
dobutamine, for inotropic support 
emergence from cardiopulmonary 
[Tinker & others], 281 
isoproterenol, dobutamine compared with for 
inotropic support during emergence from 
cardiopulmonary bypass [Tinker & others], 
281 
myocardium 
function, halothane effect on in dog and in 
conscious dog [Merin & others], 402 
ischemia, bradycardia after, atropine treatment 
of (review article) [Dauchot & Gravenstein ], 
501 
nitrous oxide depression of and its reversal by 
Ca** [Price], 211 
systolic time intervals, on-line, in patients with 
and without heart {[Dauchot & 
others], 472 

HEDENSTIERNA, G., MCCARTHY, G., and BERG- 
STROM, M., Airway closure during mechanical 
ventilation, 114 

HEDLEY-WHYTE, J., see FEELEY, T. W., jt. auth. 

HEMPSTEAD, J., see NGAI, S. H., jt. auth. 

Hepatic, see Liver 

Hepatitis, see under Liver 

HEYMANN, M. A., see TERAMO, K.., jt. auth. 

HIckEY, R. F., see Hsu, H. O., jt. auth. 

Hicks, J. S., see WALLIS, K. L., jt. auth. 

HILL, G. E., WonG, K. C., and HopGEs, M. R., 
Potentiation of succinylcholine neuromus- 
cular blockade by lithium carbonate (clin- 
ical report), 439 

HitT, B. A., see COUSINS, M. J., jt. auth. 

, see MAZZE, R. L., jt. auth. 

Hopces, M. R., see HILL, G. E., jt. auth. 

Ho.Lapay, D. A., see YOSHIMURA, N., jt. auth. 

Hormones 

thyroid 
hydatidiform mole, severe hyperthyroidism as- 
sociated with (clinical report) [Kim & others], 
445 
hyperthyroidism, severe, associated with hy- 
datidiform mole (clinical report) [Kim & 
others], 445 

Hsu, H. O., and Hickey, R. F., Effect of posture 
on functional residual capacity postoper- 
atively (clinical report), 520 

HUBBELL, W. L., see TRUDELL, J. R., jt. auth. 

Humidification 

ciliary activity and (correspondence) [Weeks], 90 
circle absorber system, compact, humidified 
breathing circuit for(clinical report) [Ramana- 
than & others], 238 ; 

Humidifier, see under Equipment 

Hydatiform mole, see under Hormones, thyroid 

Hydroxocobalamin, see under Pharmacology 

Hyperbaria, reversal of anesthesia, barbiturate, 
by pressure [Winter & others], 416 

Hyperpyrexia, see Hyperthermia 
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Hypersensitivity, see under Allergy 
Hyperthermia 
malignant 
halothane-induced porcine, metabolic and he- 
modynamic changes [Gronert & Theye], 36 
halothane-induced, procaine or procainamide 
treatment failure |Gronert & others], 124 
porcine, dantrolene in [Gronert & others], 488 
porcine, dantrolene effect onin-vitro halothane- 
induced contraction of susceptible muscle 
(laboratory report) [Anderson & Jones], 57 
succinylcholine-induced, procaine or procain- 
amide treatment failure [Gronert & others ], 
124 
Hyperthyroidism, see under Hormones, thyroid 
Hypnotics 
barbiturates, phenobarbital, pressure antagonism 
of anesthesia with [Winter & others], 416 
benzodiazepines, diazepam, cardiovascular ef- 
fects during morphine anesthesia (clinical 
report) [Stanley & others], 255 
Hypotension, see under Anesthetic techniques; 
Blood pressure; Complications; Shock 
Hypothermia 
hypoxia, arterial, causing cerebral oxygen de- 
ficiency, protective effect of hypothermia 
[Carlsson & others], 27 
solubility coefficients, blood-brain partition coef- 
ficients of “krypton at 37 C and 29.5 C (lab- 
oratory report) [Van Horn & others], 426 
Hypoxia 
cerebral protective effects of hypothermia in 
arterial hypoxia [Carlsson & others], 27 
halothane biotransformation in vivo during [Wid- 
ger & others], 197 


Immune response 
cell-mediated cytotoxicity inhibited by halothane 
and nitrous oxide [Cullen & others], 386 
phytohemagglutinin 
halothane action on lymphocytes does not in- 
volve cyclic AMP (laboratory report) [Bruce], 
151 
nitrous oxide failure to inhibit transformation 
of lymphocytes by (laboratory report) [Bruce ], 
155 
IMV, see Ventilation, intermittent mandatory 
Induced hypotension, see Anesthetic techniques, 
hypotension, induced 
Induction, enzyme 
enflurane causing in man [Berman & others ], 496 
methoxyflurane biotransformation, 
with reference to substrate inhibition [Ad- 
ler & others], 380 
Infants, see under Anesthesia, 
esthesia, pediatric 
Infection, respiratory tract, microbial flora of larynx, 
trachea, and large intestine of rat after long- 
term exposure to 100 per cent oxygen [Paegle 
& others |], 287 
INGVAR, M., see VAN Hor, K., jt. auth. 
Inhalation therapy, see under Equipment; Humidi- 
fication; Oxygen; Ventilation 


obstetric; An- 
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Innovar, see under Anesthetics, intravenous 
Interactions (drug) 
halothane-nitrous oxide synergism in produc- 
tion of nuclear abnormalities in dividing 
fibroblast [Sturrock & Nunn], 461 
nitrous oxide—halothane synergism in produc- 
tion of nuclear abnormalities in dividing 
fibroblast [Sturrock & Nunn], 461 
Intermittent mandatory ventilation, see 
Equipment; Ventilation 
Interscalene block, see under Anesthetic tech- 
niques, regional, brachial block 
Intravenous anesthetics, see under Anesthetics 
Ions 
bromine 
halothane anesthesia causing elevation in 
plasma levels, time correlation with total 
halothane dosage [Tinker & others], 194 
halothane metabolism, new aspect (editorial 
views) [Greene], 191 
calcium, nitrous oxide-induced myocardial de- 
pression reversed by [Price], 211 
fluoride, enflurane metabolism in man [Cousins & 
others ], 44 
Ischemia, myocardial, see Heart, myocardial 
ischemia 
Isoproterenol, see under Heart; Sympathetic nerv- 
ous system, sympathomimetic agents 
IVANKOVICH, A. D., MILETICH, D. J., ALBRECHT, R. 
F., and ZAHED, B., Sodium nitroprusside and 
cerebral blood flow in the anesthetized and 
unanesthetized goat, 21 


under 


JANSSEN, G. A., see BARNES, R. W., jt. auth. 
JONES, E. W., see ANDERSON, I. L., jt. auth. — 
Jugular vein, see under Veins 


Katona, P. G., see DAUCHOT, P. J., jt. auth. © 
KaTz, J. D., see KITAHATA, L. M., jt. auth. 


KAUFMAN, R. D., and REYNOLDS, R. C., Occlusion P= 


of an epidural catheter secondary to osteo- 
arthritis (clinical report), 253 
KAWAMURA, R., see STANLEY, T. H., jt. auth. 


KELLERMEYER, W. F., JR., see AMARANATH, L., | 


jt. auth. 

KELMAN, A. D., see KRIPKE, B. J., jt. auth. 

Kemmortsu, O., Fluroxene concentration in the 
perfusate (correspondence), 89 

Kempe, C. H., Silver, H. K., and O’Brien, D. 
(eds.), Current Pediatric Diagnosis and 
Treatment (book review), 276 

Ketamine, see under Anesthetics, intravenous 


Kidney, nephrotoxicity, enflurane metabolism and | 


renal effects in man [Cousins & others], 44 

Kim, J. M., ARAKAWA, K., and McCann, V., 
Severe hyperthyroidism associated with hy- 
datidiform mole (clinical report), 445 

KING, B. D., see SKLAR, G. S., jt. auth. 

KisH, S. J., see FINK, B. R., jt. auth. 

KITAHATA, L. M., and Katz, J. D., Tension 
pneumocephalus after posterior-fossa cran- 
iotomy, a complication of the sitting positi 
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, see BARASH, P. G. jt. auth. 

KLINEBERG, P. L., see MARSHALL, B. E., jt. auth. 

KNOKE, J. D., see DAUCHOT, P. J., jt. auth. 

KopIn, I. J., see ROIZEN, M. F., jt. auth. 

KopMAN, A. F., A_ safe surface electrode for 
peripheral-nerve stimulation (clinical report), 
343 

——, and GLASER, L., Obstruction of bacterial 
filters by edema fluid (clinical report), 169 

Krayenbiihl, H. (ed.), Advances and Technical 
Standards in Neurosurgery (book review), 
276 

KREUL, J. F., DAUCHOT, P. J., and ANTON, A. H., 
Hemodynamic and catecholamine studies 
during pheochromocytoma resection under 
enflurane anesthesia (clinical report), 265 

Kreutzberg, G. W. (ed.), Advances in Neurology 
(book review), 540 

KRIPKE, B. J., KELMAN, A. D., SHAH, N. K., 
BALOGH, K., and HANDLER, A. H., Testicular 
reaction to prolonged exposure to nitrous 
oxide, 104 

Krupp, M. A., and Chatton, M. J., Current Medical 
Diagnosis and Treatment (book review), 187 

Krypton, see under Gases, nonanesthetic 

KUMAZAWA, T., see MERIN, R. G., jt. auth. 

Kyo, E. W., see DAUCHOT, P. J., jt. auth. 


LANDA, J., see ANNIS, P., jt. auth. 

Lanks, K. W., and SKLAR, G. S., Stability of 
pseudocholinesterase in stored blood (labora- 
tory report), 428 

LATYSHEVSKY, H., see DEVORE, J. S., jt. auth. 

LAVER, M. B., see FAHMY, N. R., jt. auth. 

LAXENAIRE, M.-C., see MATHIEU, A., jt. auth. 

LEE, C., BARNES, A., and NAGEL, E. L., A con- 
tinuous indicator of the zero level of central 
venous pressure (correspondence), 536 

LICHTIGER, M., see ANNIS, P., jt. auth. 

Lidocaine, see under Anesthetics, local 

Limoge, A. (Johnson, R. M., trans. and ed.), An 
Introduction to Electroanesthesia (book re- 
view), 456 

Lipid bilayers, see under Membrane 

Liquid-crystal thermography, see under Anesthesia, 
diagnostic, thermography; Anesthetic tech- 
niques, regional, sympathetic block, thermog- 
raphy 

Lithium, see under Pharmacology 

Liver 

hepatitis 
halothane followed by unexplained, absence of 
cellular hypersensitivity in patients with 
{Walton & others], 391 
recurrent hepatitis B-negative hepatitis after 
halothane, apparent failure to show altered 
sensitivity (clinical report) [Marschall & 
others ], 336 

LLoyp, M. A., and WAGNER, M. K., Acupuncture 
analgesia and radiant-heat pain: a signal- 
detection analysis, 147 

Local anesthetics, see under Anesthetics 
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BERGMAN, N. A., Lidocaine and increased 
respiratory resistance produced by ultrasonic 
aerosols, 306 
LOESER, E. A., see STANLEY, T. H., jt. auth. 
LuKA, N. L., see MERIN, R. G., jt. auth. 
Lung 
airway closure during mechanical ventilation 
{[Hedenstierna & others], 114 
bronchospasm, lidocaine and increased respira- 
tory resistance produced by 
aerosols [Loehning & others], 306 
closing capacity 
during continuous positive airway pressure 
(correspondence) [Craig & McCarthy], 88 
measurement, modified nitrogen technique and 
(correspondence) [Goto], 353 
function tests, new, physiologic basis and in- 
terpretation (medical intelligence) [Bergman], 
220 
functional residual capacity postoperatively, posi- 
tion effects on (clinical report) [Hsu & 
Hickey], 520 
hemiation, cervical mass associated with positive 
pressure on the airway (clinical report) 
[Newland & others], 341 
mucus, atropine effects on tracheal velocity in 
anesthetized patients (clinical report) [Annis 
& others], 74 
trachea 
atropine effects on mucous velocity in an- 
esthetized patients (clinical report) [Annis & > 
others], 74 
ciliary activity, humidity and (correspondence) 
[Weeks ], 90 
collapse, acute, following mediastinoscopy 
(clinical report) [Barash & others], 67 
lidocaine uptake from (correspondence) [Smith], 
269 
Lymphocytes, see under Blood; Immune response 


ultrasonic 


Malignant pyrexia, see under Hyperthermia 

Malpractice, see under Medicolegal 

Mandatory ventilation, intermittent, see Ventila- 
tion, intermittent mandatory 

MANI, M., see SALEM, M. R., jt. auth. 

Maple-syrup-urine disease, see under Complica- 
tions 

MARSCHALL, K. E., MATHIEU, A., and VANDAM, L. 
D., Recurrent hepatitis B-negative hepatitis 
after halothane anesthesia: apparent failure to 
demonstrate altered sensitivity (clinical re- 
port), 336 

MARSHALL, B. E., WURZEL, H. A., NEUFELD, G. R., 
and KLINEBERG, P. L., Effects of Intersept 
micropore filtration of blood on microag- 
gregates and other constituents (clinical re- 
port), 525 

Marx, G. F., see FINSTER, M.., jt. auth. 

MASSUML, R. A., see EISELE, J. H., jt. auth. 

MATHIEU, A., LAXENAIRE, M.-C., Symposium on 
the allergic risk in anesthesia (report of 
scientific meeting), 274 

, see MARSCHALL, K. E., jt. auth. 
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Mathieu, A., and Kahan, B. D. (eds.), Immunologic 
Aspects of Anesthetic and Surgical Practice 
(book review), 362 

MaAzzeE, R. I., and Hitt, B. A., Methoxyflurane 
metabolism (editorial views), 369 
, see COUSINS, M. J., jt. auth. 
McCBuRNEY, D. H., Signal detection theory and pain 
(correspondence), 356 
McCann, V., see Kim, J. M., jt. auth. 
McCarthy, D. S., see Craic, D. B., jt. auth. 
McCaRTHy, G., see HEDENSTIERNA, G., jt. auth. 
MCELROY, H., see POSNER, M. A., jt. auth. 
McGraw, C. P., see Gipson, R. L., jt. auth. 
Measurement techniques 
blood pressure 
brachial arterial catheters as monitors in 
intensive care unit prospectively evaluated 
with Doppler ultrasound (clinical report) 
[Barnes & others], 260 
false radial-artery readings (correspondence) 
[Diamant & Arkin], 273 
mean-blood-pressure meter (clinical report) 
[Philip], 242 
closing capacity, modified nitrogen technique 
and (correspondence) [Goto], 353 
Doppler ultrasound, safety of brachial arterial 
catheters as monitors in intensive care unit 
prospectively evaluated with (clinical report) 
[Barmes & others], 260 
neuromuscular blockade, safe surface electrode 
for peripheral nerve stimulation (clinical 
report) [Kopman], 343 
pain 
sensory decision theory (correspondence) 
[Chapman], 358 
sensory decision theory (correspondence) 
[McBumey ], 356 
sensory decision theory, acupuncture analgesia 
and radiant-heat pain [Lloyd & Wagner], 147 
pulmonary function tests, new, physiologic basis 
and interpretation (medical intelligence) 
[Bergman], 220 
Mechanical ventilation, see under Ventilation 
Mechanism of action, see Theories of Anesthesia 
Mediastinoscopy, see under Surgery 
Medical gas systems, see under Equipment 
Medicolegal, malpractice problem and _ possible 
solutions (special article) [Dormette], 230 
Membrane 
anesthetic effects on 
(correspondence) [Diamond & others ], 354; 355 
(correspondence) [Eger], 353 
(correspondence) [Singer], 354 
lipid bilayers, halothane localization in phospho- 
lipid bilayer model nerve membranes [Trudell 
& Hubbell], 202 
MERIN, R. G., KUMAzAWA, T., and LuKA, N. L., 
Myocardial function and metabolism in the 
conscious dog and during halothane an- 
esthesia, 402 

Messmer, K., and Schmid-Schénbein, H. (eds.), 

Intentional Hemodilution (book review), 278 
Metabolism 
adenosinemonophosphate, cyclic, halothane ac- 
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tion on lymphocytes does not involve (labo- 
ratory report) [Bruce], 151 

brain, symposium (report of scientific meeting) 
[Michenfelder], 92 

drug, see under Biotransformation (drug) 

hyperthermia, malignant, halothane-induced por- 
cine, causing changes [Gronert & Theye], 
36 

myocardial, halothane effect on in dog and in 
conscious dog [Merin & others], 402 

transport, axonal, rapid in-vivo, reversibly in- 
hibited by lidocaine [Fink & Kish], 139 

Methoxyflurane, see under Anesthetics, volatile 

MICHENFELDER, J. D., Symposium on Cerebral 
Blood Flow and Metabolism (report of 
scientific meeting), 92 

, see SHAPIRO, H. M., jt. auth. 

Microbial flora of larynx, trachea, and large in- 
testine of rat after long-term inhalation of 100 
per cent oxygen [Paegle & others], 287 

MILDE, J. H., see GRONERT, G. A., jt. auth. 

MILETICH, D. J., see IVANKOVICH, A. D., jt. auth. 

MILLER, E. D., JR., see YOUNGBERG, J. A., jt. 
auth. 

MILLER, J. D., A device for the removal of waste 
anesthetic gases from the extracorporeal oxy- 
genator (clinical report), 181 

MILLER, R. D., Antagonism of neuromuscular block- 
ade (medical intelligence), 318 

——, CRIQUE, M., and EGER, E. I., II, Duration of 
halothane anesthesia and neuromuscular 
blockade with d-tubocurarine, 206 

——, and EGER, E. I., II, Early and late relative 
potencies of pancuronium and d-tubocurarine 
in man, 297 

, see BECKER, L. D., jt. auth. 

MILLER, R. R., see EISELE, J. H., jt. auth. 

Mitosis 


nitrous oxide synergism with halothane in 
production of nuclear abnormalities in divid- 
ing fibroblast [Sturrock & Nunn], 461 
Models, see under Membrane; Pharmacokinetics 
Mole, hydatidiform, see Hormones, thyroid, 
hydatidiform mole 
Monitoring 
see also under Equipment, monitors; Measure- 
ment techniques 
blood pressure, intraoperative of left temporal | 
and right radial arterial pressures during 
aortic-arch surgery (clinical report) [Davis & 
others], 62 
brachial arterial catheters as monitors in intensive 
care unit, prospective evaluation of safety 
with Doppler ultrasound (clinical report) 
[Barnes & others], 260 
Morphine, see under Analgesics, narcotic 
Moss, J., see ROIZEN, M. F., jt. auth. 
Mucus, see under Lung 
MULDOON, S. M., Data added to published report 
(correspondence), 186 
Muscle relaxants, see Neuromuscular relaxants 
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Muscle, smooth, see under Arteries; Lung, bronchi; 
Veins 

Muss, E., see ROONEY, S.-M 

Myocardial, see under Heart 


NAGEL, E. L., see LEE, C., | 
Nahas, G. G., and Schaefer, K. E. (eds.), Carbon 
Dioxide and Metabolic Regulations (book 
review), 538 
Naloxone, see under Antagonists, narcotic 
Narcotics, see Analgesics, narcotic 
Nebulization, see under Aerosols; Humidification 
Nehemkis, A. M., and Smith, B. R. (eds.), Ear 
Acupuncture Therapy (book review), 279 
NELSON, E., see PAVLIN, E. G., jt. auth. 
Neonate, see under Anesthesia, obstetric; 
esthesia, pediatric 
Neostigmine, see under Antagonists, neuromuscular 
relaxants; Enzymes, cholinesterase 
Nephrotoxicity, see under Kidney 
Nerve 
axonal transport, rapid in-vivo, reversible in- 
hibition by lidocaine [Fink & Kish], 139 
block, see under Anesthetic techniques, regional 
NEUFELD, G. R., see MARSHALL, B. E., jt. auth. 
Neuromuscular relaxants 
antagonism of neuromuscular blockade (medical 
intelligence) [Miller], 318 
dantrolene 
effect on in-vitro halothane-induced contraction 
of susceptible muscle in porcine malignant 
hy perthermia (laboratory report) [Anderson & 
Jones], 
- porcine malignant hyperthermia [Gronert & 
others], 488 
pancuronium 
pyridostigmine reversal followed by prolonged 
response to succinylcholine (clinical re- 
port) [Bentz & Stoelting], 258 
d- compared with, early and late 
relative potencies in man [Miller & Eger], 


997 


., jt. auth. 


jt. auth. 


An- 


succinylcholine 

lithium potentiation of neuromuscular blockade 
by (clinical report) [Hill & others], 439 

malignant hyperthermia in swine induced by, 
failure of treatment with procaine or procain- 
amide [Gronert & others], 124 

neonatal distribution (correspondence) [Finster 
& Marx], 89 

prolonged response to after pancuronium re- 
versal with pyridostigmine (clinical report) 
[Bentz & Stoelting], 258 

d-tubocurarine 

blockade and duration of halothane anesthesia 
[Miller & others], 206 

pancuronium compared with, early and late 
relative potencies in man [Miller & Eger], 
297 

systolic time intervals during anesthesia in 
patients with and without heart disease 
[Dauchot & others], 472 

Newbom, see under Anesthesia, 

esthesia, pediatric 
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NEWLAND, M. C., CHAPIN, J. W., and WINGARD, 
D. W., A cervical mass associated with posi- 
tive pressure on the airway (clinical report), 
341 

Nocal, S. H., BERKOWITZ, B. A., YANG, J. C., 
HEMPSTEAD, J., and SPECTOR, S., Pharmaco- 
kinetics of naloxone in rats and in man: 
basis for its potency and short duration of 
action, 398 

NICHOLSON, D. H., see DAUCHOT, P. J., jt. auth. 

Nitroprusside, see under Anesthetic techniques, 
hypotension, induced 

Nitrous oxide, see under Anesthetics, gases 

Norepinephrine, see under Sympathetic nervous 
system; Sympathetic nervous system, cate- 
cholamines 

NUNN, J. F., see STURROCK, J. E., 


jt. auth. 
a 


Obesity, see under Complications 
Obstetric anesthesia, see under Anesthesia 
Occupational exposure, see under Anesthetics, 
gases, trace concentrations; Anesthetics, vola- 
tile, trace concentrations; Operating rooms 
Operating rooms 
design, gas supply 
Whyte], 301 
medical gas systems, design and dangers [Feeley 
& Hedley-Whyte], 301 
Organizations 
Society of Neurosurgical Anesthesia and Neuro- 
logic Supportive Care (report of scientific 
meeting) [Shapiro & Michenfelder], 360 
Society of Obstetrical Anesthesia and Perinatology 
(correspondence) [Smith], 271 
OSTHEIMER, G. see BROWN, W. U., JrR., jt. 
auth. 
Oxygen 
flora 


lines [Feeley & Hedley- 


in rat respiratory tract after long-term 
inhalation of 100 per cent [Paegle & others], 
287 
inhalation therapy, actual concentrations with 
commonly used oxygen equipment (clinical 
report) [Gibson & others], 71 
supply lines, design and dangers [Feeley & 
Hedley-Whyte ], 301 
Oxygenator, extracorporeal, 
cardiovascular 
Oxytocin, see under Uterus 


see under Surgery, 


PAEGLE, R. D., TEwarI, R. P., BERNHARD, W. N., 
and PETERS, E., Microbial flora of the larynx, 
trachea, and large intestine of the rat after 
long-term inhalation of 100 per cent oxygen, 
287 

Pain 

measurement 

sensory decision 
[Chapman], 358 
sensory decision 
{[McBumey ], 356 
sensory decision theory, acupuncture analgesia 
and radiant-heat pain [Lloyd & Wagner], 147 
PALMER, S. K., and ATLEE, J. L., III, Anesthetic 


theory (correspondence) 


theory (correspondence) 
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management of the Prader-Willi syndrome 
(clinical report), 161 
Pancuronium, see under Neuromuscular relaxants 
Parasympathetic nervous system 
atropine 
effects on velocity of tracheal mucus in an- 
esthetized patients (clinical report) [Annis & 
others ], 74 
treatment of bradycardia after myocardial 
ischemia (review article) [| Dauchot & Graven- 
stein], 501 
Partition coefficients, see under Solubility 
PAULSON, B. A., see BECKER, L. D., jt. auth. 
PAVLIN, E. G., NELSON, E., and PULLIAM, J., 
Difficulty in removal of tracheostomy tubes 
(clinical report), 69 
PEEP, see Ventilation, positive end-expiratory 
pressure 
Pentolinium, see under Anesthetic techniques, 
hypotension, induced; Sympathetic nervous 
system, ganglia 
PETERS, E., see PAEGLE, R. D., jt. auth. 
Pharmacokinetics 
morphine, naloxone and in rat and man [Ngai & 
others ], 398 
naloxone, in rat and man, basis for potency and 
short duration of action [Ngai & others ], 398 
Pharmacology 
hydroxocobalamin 
antidotal effect in nitroprusside-induced cy- 
anide poisoning (laboratory report) [Posner 
& others ], 330 
therapy of cyanide intoxication in guinea pigs 
(laboratory report) [Posner & others], 157 
lithium potentiation of succinylcholine-induced 
neuromuscular blockade (clinical report) 
[Hill & others], 439 
nitroprusside, cerebral blood flow responses to 
in anesthetized and unanesthetized 
{Ivankovich & others], 21 
Phenobarbital, see 


goat 


under Anticonvulsants; Bio- 
transformation (drug); Hypnotics, barbitu- 
rates; Induction, enzyme 
Pheochromocytoma, see under Complications; 
Surgery 
Puiuip, J. H., Mean-blood-pressure meter (clinical 
report), 242 
, and Brown, W. U., JR., Total spinal anesthesia 
late in the course of obstetric bupivacaine 
epidural block (clinical report), 340 
Phospholipid bilayers, see Membrane, lipid bilayers 
Physics 
density, specific gravity and (correspondence) 
[Davis], 270 
specific gravity, density and (correspondence) 
[Davis], 270 
Physostigmine, see under Antagonists, neuromus- 
cular relaxants 
Phytohemagglutinin, see under Immune response; 
Mitosis 
PLUMER, M. H., Oxytocin-induced venous spasm? 
(correspondence), 87 
PLUTH, J. R., see TINKER, J. H., jt. auth. 


Pneumocephalus, see under Complications 
Popovic, V., and Popovic, P., Hypothermia in 
Biology and in Medicine (book review), 96 
Porphyria, see under Complications 
Position 
complications, pneumocephalus, tension, after 
posterior-fossa craniotomy, a complication of 
the sitting position (clinical report) [Kitahata 
& Katz], 448 
effects on spinal anesthesia for cesarean section 
(clinical report) [Sprague], 164 
lung functional residual capacity responses to 
postoperatively (clinical report) [Hsu & 
Hickey ], 520 
Positive end-expiratory pressure, see under Ventila- 
tion 
POSNER, M. A., RODKEY, F. L., and ToBEy, R. E., 
Nitroprusside-induced cyanide poisoning: 
antidotal effect of hydroxocobalamin (labora- 
tory report), 330 
, TOBEY, R. E., and MCELRoy, H., Hydroxo- 
cobalamin therapy of cyanide intoxication in 
guinea pigs (laboratory report), 157 
Posture, see Position 
Potency, neuromuscular relaxant, early and late 
relative potencies of pancuronium and d- 
tubocurarine in man [Miller & Eger], 297 
Prader-Willi syndrome, see under Complications 
PRATILA, M. G., and PRATILAS, V., Sick-sinus 
syndrome manifested during anesthesia (clin- 
ical report), 433 
PRATILAS, V., see PRATILA, M. G., jt. auth. 
Premedication 
anticholinergic, atropine, effects on velocity of 
tracheal mucus in anesthetized patients (clin- 
ical report) [Annis & others], 74 
gastric juice pH and volume responses to in = 
pediatric patients [Salem & others], 216 
Pressure, see under Blood pressure; Cerebrospinal | 
fluid; Eye, intraocular; Heart, atrial; Heart, — 
ventricular; Hyperbaria; Hypobaria; Lung, — 
intravascular; Microcirculation; Tempera-— 
ture, vapor; Veins; Ventilation, airway; 
Ventilation, positive end-expiratory; Ventila- 
tion, zero end-expiratory 
PricE, H. L., Myocardial depression by nitrous 
oxide and its reversal by Ca**, 211 
PRINCE, S. R., SULLIVAN, R. L., and HACKEL, A., 
Percutaneous catheterization of the internal 
jugular vein in infants and children (clinical 
report), 170 
Procaine, see under Anesthetics, local 
Pseudocholinesterase, see under Biotransformation 
(drug); Enzymes 
PULLIAM, J., see PAVLIN, E. G., jt. auth. 
Pulmonary, see Lung 
Pulmonary function tests, see under Lung; Meas- 
urement techniques 
Pyridostigmine, see under 
muscular relaxants 


Antagonists, neuro- 


RAMANATHAN, S., CHALON, J., and TURNDORF, | 
H., A compact, well-humidified breathing 
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circuit for the circle system (clinical report), 
238 
RASMUSSEN, J. P., see DAUCHOT, P. J., jt. auth. 
Ray-KEIL, L., see CULLEN, B. F., jt. auth. 
REISNER, L. S., Epidural test solution or spinal 
fluid? (correspondence), 451 
REITAN, J. A., see EISELE, J. H., jt. auth. 
Relaxants, see Neuromuscular relaxants 
Renal, see Kidney 
Respiration, see under Metabolism, oxygen con- 
sumption; Ventilation 
REYNOLDS, R. C., see KAUFMAN, R. D., jt. auth. 
RODKEY, F. L., see POSNER, M. A., jt. auth. 


ROIZEN, M. F., THOA, N. B., Moss, J., and Kopin, 


I. J., Inhibition by cyclopropane of release 
of norepinephrine, but not dopamine-f- 
hydroxylase, from the guinea-pig vas deferens 
(laboratory report), 54 

ROONEY, S.-M., GOLDINER, P. L., and Muss, E., 
Relationship of right bundle-branch block 
and marked left axis deviation to complete 
heart block during general anesthesia (clin- 
ical report), 64 

RUDOLPH, A. M., see TERAMO, K., jt. auth. 


SAADY, A., Epidural abscess complicating thoracic 
epidural analgesia (clinical report), 244 

SABELLI, H. C., see DIAMOND, B. I., jt. auth. (2) 

SALEM, M. R., WONG, A. Y., MANI, M., BENNETT, 
E. J., and Toyama, T., Premedicant drugs 
and gastric juice pH and volume in pediatric 
patients, 216 

Sances, A., Jr., and Larson, S. J., Electroanesthesia. 
Biomedical and Biophysical Studies (book 
review), 456 

Scavengers, see Equipment, exhaust systems 

Schumer, W., and Nyhus, L. M. (eds.), Treat- 
ment of Shock: Principles and Practice (book 
review), 96 

SCHURMAN, D. J., Ankle-block anesthesia for foot 
surgery (clinical report), 348 

SCHWETTMANN, R. S., and CASTERLINE, C. L., De- 
layed asthmatic response following occupa- 
tional exposure to enflurane (clinical re- 
port), 166 

Sensitivity reaction, see Allergy 

Sensitization, see under Allergy 

Sensory decision theory, see under Measurement 
techniques, pain; Pain, measurement 

SENTKER, C. R., see STANLEY, T. H., jt. auth. 

SEVERINGHAUS, J. W., see BECKER, L. D., jt. auth. 

SHAH, N. K., see KRIPKE, B. J., jt. auth. 

Shapiro, B. A., Harrison, R. A., and Trout, C. A. 
(eds.), Clinical Application of Respiratory 
Care (book review), 539 

SHAPIRO, H. M., and MICHENFELDER, J. D., 
Society of Neurosurgical Anesthesia and 
Neurologic Supportive Care (report of sci- 
entific meeting), 360 

, see AIDINIS, S. J., jt. auth. 
, see VAN Hor, K., jt. auth. 

SHARROCK, N. E., and BRUCE, G., An improved 
technique for locating the interscalene groove 
(clinical report), 431 


Anesthesiology 
V 44, No 6, Jun 1976 


SHNIDER, S. M., see WALLIS, K. L., jt. auth. 

Sick-sinus syndrome, see under Heart, arrhythmia, 
bradycardia 

S1ESJO, B. K., see CARLSSON, C., jt. auth. 

Signal-detection analysis, see Measurement tech- 
niques, pain, sensory decision theory; Pain, 
measurement, sensory decision theory 

Simpson, L. L., and Curtis, D. R. (eds.), Neuro- 
poisons (book review), 188 

SIMPSON, R., see WALTON, B., jt. auth. 

SKLAR, G. S., and KinG, B. D., Endotracheal 
intubation and Treacher-Collins syndrome 
(clinical report), 247 

, see LANKS, K. W., jt. auth. 

SLAVIN, S. A., and CHRISTOFORIDES, C., Thiopental 
administration in acute intermittent porphyria 
without adverse effect (clinical report), 77 

SMITH, B. E., Society of Obstetrical Anesthesia 
and Perinatology (correspondence), 271 

Smith, D. R. (ed.), General Urology (book review), 
455 

SMITH, M., see WINTER, P. M., jt. auth. 

SMITH, N. T., see BERMAN, M. L., jt. auth. 

SMITH, R. A., see WINTER, P. M., jt. auth. 

SMITH, R. B., Uptake of lidocaine from the trachea. 
(correspondence), 269 

Society of Neurosurgical Anesthesia and Neurologic 
Supportive Care, see under Organizations 

Society of Obstetrical Anesthesia and Perinatology, 
see under Organizations 

Solubility, partition coefficients, blood-brain, 
‘krypton at 37 C and 29.5 C (laboratory report) 
{Van Hom & others], 426 

Specific gravity, see under Physics 

SPECTOR, S., see NGAI, S. H., jt. auth. 

Spermatogenesis, nitrous oxide, prolonged ex- 
posure, effects on [Kripke & others], 104 

Spinal anesthesia, see under Anesthetic techniques’ 

Spinal fluid, see Cerebrospinal fluid 

Spivey, H. T., see WALLIS, K. L., jt. auth. 

SPRAGUE, D. H., Effects of position and uterine 
displacement on spinal anesthesia for cesar- 
ean section (clinical report), 164 

STANLEY, T. H., BENNETT, G. M., LOESER, E. A., 
KAWAMURA, R., and SENTKER, C. R., Cardio- 
vascular effects of diazepam and droperidol 
during morphine anesthesia (clinical report), 
255 

, see Bripwal, A. V., jt. auth. 

Sterilization, ethylene oxide degassing of rubber 
and plastic materials (clinical report) [Stetson 
& others], 174 

Sternbach, R. S., Pain Patients. Traits and Treat- 
ment (book review), 455 

STETSON, J. B., WHITBOURNE, J. E., and EASTMAN, 
C., Ethylene oxide degassing of rubber and 
plastic materials (clinical report), 174 

Stimulator, nerve, see under Equipment; Monitor- 
ing; Nerve; Neuromuscular junction 

STOELTING, R. K., see BENTZ, E. W., jt. auth. 

Stomach, see under Gastrointestinal tract 

Stored blood, see under Transfusion 


StTurRROCK, J. E., and NUNN, J. F., Synergism 
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production of nuclear abnormalities in the 
; dividing fibroblast, 461 

é Succinylcholine, see under Neuromuscular relaxants 
SULLIVAN, R. L., see PRINCE, S. R., jt. auth. 


Surgery 


cardiovascular 
cardiopulmonary bypass, dobutamine for ino- 
tropic support during emergence from [Tinker 
& others], 281 
oxygenator, extracorporeal, device for removal 
of waste anesthetic gases from (clinical re- 
port) [Miller], 181 


coarctation of aorta, intraoperative monitoring of 


left temporal and right radial arterial pres- 
sures during operation for (clinical report) 
[Davis & others], 62 

foot, ankle-block anesthesia for, see under 
Anesthetic techniques, regional, ankle block 

mediastinoscopy, acute tracheal collapse follow- 
ing (clinical report) [Barash & others], 67 

pheochromocytoma resection with enflurane an- 
esthesia, hemodynamic and catecholamine 
studies during (clinical report) [Kreul & 
others ], 265 

Sympathetic nervous system 

blockade evaluated by liquid-crystal thermog- 
raphy (clinical report) [Diaz], 443 

ganglia, pentolinium blockade during N,O—-halo- 
thane anesthesia in man, hemodynamic re- 
sponse [Fahmy & Laver], 6 

norepinephrine, cyclopropane inhibition of re- 
lease of, but not release of dopamine-p- 
hydroxylase, from guinea-pig vas deferens 
(laboratory report) [Roizen & others], 54 

sympathomimetic agents, clonidine, acute post- 
operative withdrawal syndrome (clinical re- 
port) [Brodsky & Bravo], 519 

Systolic time intervals, see under Heart 


TAMER, D. F., see Davis, N. L., jt. auth. — 
TARHAN, S., see TINKER, J. H., jt. auth. 
Temperature, solubility coefficients, blood-brain 
partition coefficients of “krypton at 37 C and 
29.5 C (laboratory report) [Van Horn & others ], 
426 
Tension pneumocephalus, see under Complica- 
tions, pneumocephalus 
TERAMO, K., BENOWITZ, N., HEYMA IN, M. A., and 
RUDOLPH, A. M., Gestational differences in 
lidocaine toxicity in the fetal lamb, 133 
Testicle, see under Spermatogenesis 
TEWARI, R. P., see PAEGLE, R. D., jt. auth. 
Theories of anesthesia 
critical volume, pressure antagonism of barbitu- 
rate anesthesia [Winter & others], 416 
membrane 
anesthetic effects (correspondence) [Diamond 
& others], 354; 355 
anesthetic effects (correspondence) [Eger], 353 
anesthetic effects (correspondence) [Singer], 
354 
localization of molecular halothane in phospho- 
lipid bilayer model nerve membranes [Trudell 
& Hubbell], 202 
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Theory, sensory decision, see Measurement tech- 
niques, sensory decision theory; Pain, meas- 
urement, sensory decision theory 

Thermography, see under Anesthesia, diagnostic; 
Anesthetic techniques, regional, sympathetic 
block 

THEYE, R. A., see GRONERT, G. A., jt. auth. 

Thiopental, see under Anesthetics, intravenous 

THOA, N. B., see ROIZEN, M. F., jt. auth. 

THOMPSON, M. F., see ADLER, L., jt. auth. 

Thyroid, see under Hormones 

TINKER, J. H., GANDOLFI, A. J., and VAN Dyke, 
R. A., Elevation of plasma bromide leve!s 
in patients following halothane anesthesia: 
time correlation with total halothane dosage, 
194 
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Shock; Sympathetic nervous system, sym- 
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Skillman, J. J., Intensive Care, 696 

Stedman's Medical Dictionary, 699 
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Weil, M. H., and Shubin, H. (eds.), Critical 
Care Medicine Handbook, 373 

BOOKSTEIN, J. J., see BENUMOF, J. L., jt. auth. 

BourKE, D. L., Errors in intraoperative hemato- 
crit determination (clinical report), 357 

Boutros, A. R., see PAUL, D. R., jt. auth. 

BoyYAN, C. P., see TSUEDA, K.., jt. auth. 

Boyce, J. R., WRIGHT, F. J., CERVENKO, F. W., 
PIETAK, S. P., and FAULKNER, S., Prolonga- 
tion of anesthetic action by BNPP (bis-[p- 
nitropheny] |phosphate), 629 

Brain 

arteriovenous malformation of posterior fossa, 
respiratory pattern changes during repair 
(clinical report) [Warren & others], 690 
blood flow 
arteriovenous malformation of posterior fossa, 
respiratory pattern changes during repair 
(clinical report) [Warren & others], 690 
carotid endarterectomy halothane, enflurane, 
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diazepam effects on with and without nitrous 
oxide [Carlsson & others], 319 
epidural anesthesia without epinephrine in 
rhesus monkey [Sivarajan & others], 300 
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monitoring (symposium) [McDowall], 117 
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electroconvulsive therapy with cardiac pacemaker 
(correspondence) [Blitt & Kirschvink ], 580 
electroencephalography (symposium) [McDow- 
all], 117 
halothane, chronic inhalation, pathologic effects 
(special article) [Chang & Katz], 640 
intracranial pressure 
monitoring (symposiuin) [McDowall], 117 
neurosurgical aspects of airway pressure (edi- 
torial views) [Lofgren], 269 
positive end-expiratory 
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all], 117 
oxygen consumption, diazepam effects on with 
and without nitrous oxide [Carlsson & 
others |, 319 

BRAND, J. B., EMERSON, C. W., and WILSON, R. S., 
Acute laryngeal edema 24 hours after passage 
of a nasogastric tube (clinical report), 555 

BRIDENBAUGH, L. D., see BRIDENBAUGH, P. O., jt. 
auth. 

, see Moore, D. C., jt. auth. 
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BAUGH, L. D., and Lysons, D. F., Bupi- 
vacaine and etidocaine for lumbar epidural 
anesthesia for intra-abdominal pelvic surgery, 
a double-blind study (clinical report), 560 

, see Moore, D. C., jt. auth. 

BRINKENHOFF, M., see BADEN, J. M., jt. auth. 

Bronchus, see under Lung 

BROOKS, J. W., see PEMBLETON, W. E., jt. auth. 

Brown, B. R., JR., see SIPES, I. G., jt. auth. 
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catheterization of the internal jugular vein 
(clinical report), 368 
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Cardiac output, see under Heart 

Cardiac surgery, see under Surgery — 

CARLSON, D. A., see ANNIS, J. P., jt. auth. 
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Catheter, see under Equipment 

Cells, see also Bacteria; Mitosis 
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(correspondence) [Rosenberg], 579 

CERVENKO, F. W., see BOYCE, J. R., jt. auth. 

Cesarean section, see under Anesthesia, obstetric 

CHALON, J., see LEE, M.-H., jt. auth. 
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CHAYEN, M., see CHAYEN, D., jt. auth. 

Children, see under Anesthesia, pediatric 

Chinese Medical Journal (book review), 266 a 
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niques 

Cilia, see under Bacteria; Lung, trachea 
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——, BEARD, A. G., THOMPSON, D. S.,and BARCLAY, 
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analgesia for labor and delivery (clinical 

report), 88 

THOMPSON, D. S., and THOompsoN, C. H., 

Prevention of spinal hypotension associated 

with cesarean section (clinical report), 670 

CLARKE, T. N. S., see PRYS-ROBERTS, C., jt. auth. 
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report), 569 

Clindamycin, see under Antibiotics 
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COHEN, P. J., see PANDIT, S. K., jt. auth. 

Cole, R. B., Essentials of Respiratory Disease (book 
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Complications 

aspiration, gastric volume and pH in postpartum 
patients (clinical report) [Blouw & others], 
456 
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cerebral, anesthetics and [Smith & Marque], 64 
laryngeal, after passage of nasogastric tube 
(clinical report) [Brand & others], 555 
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(clinical report) [Ishak & others], 453 
embolism, see Embolism 
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diverticulum (clinical report) [Pembleton & 
Brooks ], 680 
hemangioma, subglottic (clinical report) [Lee & 
others ], 459 
intubation, endotracheal, vocal-cord 
after (clinical report) [Minuck], 448 
kidney, failure after enflurane (clinical report) 
[Eichhorn & others], 557 
laryngeal edema after passage of nasogastric tube 
(clinical report) [Brand & others], 555 
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bypass, intestinal, oxygenation pattern during 
(clinical report) [Tsueda & others], 668 
cardiovascular and respiratory changes in re- 
sponse to change of posture in [Paul & 
others ], 73 
obstruction 
airway, in child with mediastinal tumor (clinical 
report) [Todres & others], 100 
superior vena caval and bronchial (clinical 
report) [Tonnesen & Davis], 91 
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(correspondence) [Hulett & Laing], 578 
pneumothorax, tension, after jugular cannulation 
and anesthesia (clinical report) [Cook & 
Dueker], 554 
sore throat, postoperative, endotracheal tube cuff 
design and (clinical report) [Loeser & 
others ], 684 
venipuncture 
jugular, hematoma after percutaneous catheteri- 
zation of internal jugular vein 
report) [Brown & Wallace], 368 
jugular, pneumothorax, tension, after internal 
jugular cannulation (clinical report) [Cook & 
Dueker], 554 
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Congenital defects, see under 
individual organs 
Contamination, anesthetic, under Anesthet- 
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Contractility, see under Heart; Muscle; Uterus 
Cook, T. L., and DUEKER, C. W., Tension pneumo- 
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and general anesthesia (clinical report), 554 
Coronary-artery disease, see under Heart 
Corry, R. J., see GHONEIM, M. M., jt. auth. 
CoRSSEN, G., see TAVAKOLI, M., jt. auth. 
Covino, B. G., and Vassallo, H. G., Local Anes- 
thetics: Mechanisms of Action and Clinical 
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CralicG, D. B., see BLouw, R., jt. auth. 
, see GILMOUR, I., jt. auth. 
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Crease, ear-lobe, diagonal, as indicator of operative 
risk (clinical report) [Sprague], 362 
Cross, D. A., PEEP with IMV apparatuses (corre 
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Cuffs, endotracheal tube, see under Equipment 
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, see FINK, B. R., jt. auth. 
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DAVIDSON, J. T., see PEREL, A., jt. auth. 

Davis, F. G., see TONNESEN, A. S., jt. auth. 

DE JONG, R. H., Molecular basis of neural blockade 
(editorial views), 375 
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Neuromuscular junction 

Deoxyribonucleic acid, see 
Mitosis, DNA 

Diazepam, see under Anticonvulsants; Hypnotics, 
benzodiazepines 

Diuretics, see under Kidney 

DNA, see under Metabolism; Mitosis 

DOELL, D., see YACOuB, O., jt. auth. 

Don, H. F., see NORRIS, J. V., jt. auth. 

Donsky, G. J., see JONES, A., jt. auth. 

DRETCHEN, K. L., MORGENROTH, V. H., III, 

STANDAERT, F. G., and WALTs, L. F., Aza- 

effects on neuromuscular transmis- 

sion, 604 

Drugs, see under Analgesics; Anesthetics; Bio- 
transformation (drug); Hypnotics; 
tions; Pharmacology 

DRYDEN, G. E., Use of a suction catheter to assist 
blind nasal intubation (correspondence), 260 

DUEKER, C. W., see Cook, T. L., jt. auth. 

Duffin, J., Physics for Anaesthetists (book review), 
699 

DUNBAR, R. W., see KAPLAN, J. A., jt. auth. 

Duncan, P. G., and CULLEN, B. F., Anesthesia 
and immunology (review article), 522 

— —, CULLEN, B. F., CALVERLY, R., SMITH, N. T., 

EcER, E. I., Il, and Bone, R., Failure of 

enflurane and halothane anesthesia to inhibit 

lymphocyte transformation in 

(laboratory report), 661 


Metabolism, DNA; 


Interac- 
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Ear-lobe crease, diagonal, as indicator of operative 
risk (clinical report) [Sprague], 362 
Echocardiography, see under Heart; Measurement 


techniques 
Edema, see under Complications 
EGER, E. I., II, see DUNCAN, P. G., jt. auth. 
, see MILLER, R. D., jt. auth. 
, see MULROY, M., jt. auth. 

EICHHORN, J. H., HEDLEY-WHYTE, J., STEINMAN, 
T. I., KAUFMANN, J. M., and LAASBERG, L. H., 
Renal failure following enflurane anesthesia 
(clinical report), 557 

Electrical stimulation, transcutaneous, see under 
Pain, transcutaneous 

Electrocardiography, see under Heart; Monitoring 

Electroconvulsion, see under Brain 

Electrode, see under Complications, burns; Elec- 
trical systems; Equipment; Heart, electro- 
cardiography; Measurement techniques, 
carbon dioxide; Measurement techniques, 
oxygen 
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Electrode pads, see under Equipment 
Electroencephalography, see under Brain; Moni- 
toring 
Embolism 
air 
pulmonary interstitial edema after multiple 
venous air emboli (clinical report) [Perschau 
& others], 364 
venous, possible cause of acute pulmonary 
edema (clinical report) [Ishak & others], 453 
EMERSON, C. W., see BRAND, J. B., jt. auth. 
Endarterectomy, see under Surgery 
Endotracheal anesthesia, see under Anesthetic 
techniques; Equipment, tubes; Intubation 
Endotracheal intubation, see under Intubation 
Endotracheal tube, see under Equipment, tubes 
Enflurane, see under Anesthetics, volatile 
Enzymes 
cholinesterase, serum activity following pan- 
curonium and antagonism with neostigmine 
or pyridostigmine (clinical report) [Stoelting ], 
674 
induction, see under Biotransformation (drug); 
Induction; Metabolism 
Ephedrine, see under Sympathetic nervous system, 
sympathomimetic agents 
Epidural anesthesia, see Anesthetic techniques, 
peridural 
Equipment 
absorber, carbon dioxide, packaging hazard (corre- 
spondence) [Feingold], 260 
catheters 
hemodynamic monitoring, invasive 
posium) [Buchbinder & Ganz], 146 
Swan-Ganz, hemodynamic monitoring, in- 
vasive (symposium) [Buchbinder & Ganz], 
146 
cuffs, endotracheal tube, design of, and postopera- _ 
tive sore throat (clinical report) [Loeser & 
others ], 684 
electrode pads, EKG, disposable, for peripheral 
nerve stimulation (correspondence) [Pue], 
107 
electrodes, monitoring tissue perfusion and 
cellular function (symposium) [Kessler & 
others], 184 
exhaust systems 
operating room air, distribution of waste anes- 
thetic gases [Piziali & others], 487 
oxygenator, blood, Harvey (clinical report) 
[Annis & others], 359 
failsafe, inflowing gas leak, potential source of © 
hypoxia (clinical report) [Mulroy & others], — 
102 
gas chromatography, flask for preparation of - 
standards (laboratory report) [Nahrwold], 355 : 
gas leak, inflowing, potential source of hypoxia 
(clinical report) [Mulroy & others], 102 
intermittent mandatory ventilation apparatuses 
PEEP with (correspondence) [Cross], 466 
PEEP with (correspondence) [Gillick], 466 
monitors 
brain function (symposium) [McDowall], 117 
fetal (symposium) [Finster & Petrie], 198 


(sym- 


a 
{ 
> 707 
4 
- 
‘ 
| 
| 
‘an 
‘ 


708 


hemodynamic, invasive techniques 
posium) [Buchbinder & Ganz], 146 
lung function (symposium) [Wilson], 135 
oxygenator, scavenging system for Harvey blood 
oxygenator (clinical report) [Annis & others ], 
359 
pacemakers, cardiac, electroconvulsive therapy 
with (correspondence) [Blitt & Kirschvink], 
580 
stimulator, nerve 
EKG pads, disposable, for (correspondence) 
[Pue], 107 
monitoring neuromuscular function 
posium) [Ali & Savarese ], 216 
suction machines, jet ventilation for tracheo- 
bronchial suction (clinical report) [Spoerel & 
Chan], 450 
tubes, endotracheal 
Bivona, difficult extubation (clinical report) 
[Tavakoli & Corssen], 552 
obstruction (correspondence) [Stark], 467 
vaporizers, free-standing, hazard of increased 
anesthetic concentration with reversed flow 
of vaporizing gas (clinical report) [Marks & 
Bullard], 445 
Erratum, 318 
Esophagus, see under Gastrointestinal tract 
Etidocaine, see under Anesthetics, local 
Exhaust systems, see under Equipment; Operating 
rooms 
Explosions, oxygen, combustion of nasal catheter 
carrying (clinical report) [Perel & others], 
666 
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FaHMy, N. R., SELWyN, A. S., PATEL, D., and 
Lappas, D. G., Pulmonary vasomotor tone 
during general anesthesia and deliberate 
hypotension in man, 3 

, see LAVER, M. B., jt. auth. 

Failsafe equipment, see under Equipment 

FarRLEY, H. B., Shunt fraction during oxygen 
ventilation (correspondence), 262 

FAULKNER, S., see BOYCE, J. R., jt. auth. 

FEINGOLD, A., Carbon dioxide absorber packaging 
hazard (correspondence), 260 

—, Dose, potency, and 
(correspondence), 370 

Fetus, see under Anesthesia, obstetric; Measure- 
ment techniques; Placenta; Pregnancy; Tox- 
icity; Uterus 

FILNER, B. E., and KARLINER, J. S., Alterations 

of normal left ventricular performance by 

general anesthesia, 610 

B. R., and CULLEN, B. F., Anesthetic 

pollution: what is happening to us? (medical 

intelligence), 79 


square root of time 


FINK, 


FINSTER, M., and PETRIE, R. H., Monitoring of 


the fetus (symposium), 198 
Fire, see under Electrical systems; Explosions 
FISCHER, L. J., see GHONEIM, M. M., jt. auth. 
FISEROVA-BERGEROVA, V., Fluoride in 
rats anesthetized during gestation with en- 
flurane or methoxyflurane, 483 
, see YOSHIMURA, N., jt. auth. 
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FISHMAN, A. P., Autonomic vasomotor tone in the 
pulmonary circulation (editorial views), | 

Fluoride, see under Ions 

Fluroxene, see under Anesthetics, volatile 

FOEX, P., see PRYS-ROBERTS, C., jt. auth. 

Foot, anesthesia for, see Anesthetic techniques, 
regional, ankle block 

ForBES, A. R., Halothane depresses mucociliary 
flow in the trachea, 59 

Fordyce, W. E., Behavioral Methods for Chronic 
Pain and Illness (book review), 471 

FRIEDHOFF, J., see HEAVNER, J. E., jt. auth. 

FRUMIN, M. J., HEREKAR, V. R., and JARVIK, 
M. E., Amnesic actions of diazepam and 


scopolamine in man, 406 =a. 


FuNG, D., see BLAss, N., jt. auth. 


GAL, T. J., and SmitrH, T. C., Partial paralysis 
with d-tubocurarine and the ventilatory 
response to CO,: an example of respiratory 
sparing?, 22 

GALLOON, S., Ketamine for delivery (correspond- 
ence), 694 

GANGAT, Y., TRINER, L., BAER, L., and PUCHNER, 
P., Primary aldosteronism with uncommon 
complications (clinical report), 542 

GANZ, W., see BUCHBINDER, N., jt. auth. 

Gas chromatography, see under Measurement tech- 
niques, chromatography 

Gas leak, see under Equipment as 

Gases fe 

anesthetic, see Anesthetics, gases 
nonanesthetic 
helium, oxygen and in treatment of upper 
airway obstruction (clinical report) [Lu & 
others ], 678 
hydrogen, monitoring tissue perfusion and 
cellular function (symposium) [Kessler & 
others], 184 
Gastric, see under Gastrointestinal tract 
Gastrointestinal tract 
esophagus, perforation with pharyngoesophageal 
diverticulum (clinical report) [Pembleton & 
Brooks |, 680 
stomach, gastric volume and pH in postpartum 
patients (clinical report) [Blouw & others], 
456 

GENTRY, S., see STANLEY, T. H., jt. auth. 

Gershon, S., and Raskin, A. (eds.), Aging: Volume 
2, Genesis and Treatment of Psychologic 
Disorders in the Elderly (book review), 
583 

GHONEIM, M. M., PANDyA, H. B., KELLEY, S. E., 
FISCHER, L. J., and Corry, R. J., Binding 
of thiopental to plasma proteins: effects on 
distribution in the brain and heart, 635 

GILLICK, J. S., PEEP with IMV _ apparatuses 
(correspondence), 466 

GiLMourR, I., BURNHAM, M., and Craic, D. B 


Closing capacity measurement during ger 
eral anesthesia, 477 
GOLDBERG, A. H., see NAFTALIN, N. J., jt. auth. 
Goldman, M. J., Principles of Clinical Electro- 
cardiography (book review), 697 
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Gordon, E. A Basis and Practice of Neuro- 


anesthesia (book review), 264 
GREENE, N. M., Henry Knowles Beecher, 1904- 
1976 (obituary), 377 


Greene, N. M., Key Words and Cross References 
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for Indexing and Standardization of Nomen- 
clature in Anesthesiology (book review), 
470 
~ GREENHOW, D. E., Estimation of vital capacity 
without patient cooperation (clinical report), 
447 
GRILLO, H. C., see Topres, I. D., jt. auth. 
GRONERT, G. A., see McKay, R. D., jt. auth. 
GuTSCHE, B. B., Prophylactic ephedrine preceding 
spinal analgesia for cesarean section (clinical 
report), 462 


HAGERDAL, M., see CARLSSON, C., jt. auth. 

Halothane, see under Anesthetics, volatile 

HAM, J., see MULROY, M., jt. auth. 

HAMILTON, W. K., Do let the blood pressure 
drop and do use myocardial depressants! 
(editorial views), 273 

HARRIS, R., see BENUMOF, J. L., jt. auth. 

HASCHKE, R., see HEAVNER, J. E., jt. auth. 

Heart 

artificial, calcium peripheral vascular versus di- 
rect cardiac effects [Stanley & others], 
46 
blood flow 
myocardial, epidural anesthesia without epi- 
nephrine in rhesus monkey [Sivarajan & 
others ], 300 
myocardial, halothane-induced decrease in 
ischemia in non-failing dog heart [Bland 
& Lowenstein], 287 
myocardial, ischemic heart disease, let blood 
pressure drop and use depressants (editorial 
views) [Hamilton], 273 
calcium direct effects versus peripheral vascular 
effects [Stanley & others], 46 
cardiac output, obesity, cardiovascular and res- 


piratory changes in response to change of 


posture in [Paul & others], 73 
coronary-artery disease 
ear-lobe crease, diagonal, as indicator of opera- 
tive risk (clinical report) [Sprague ], 362 
electrocardiographic precordial lead (V;) in 
(clinical report) [Kaplan & King], 570 
nitroglycerin infusion during surgery [Kaplan 
& others], 14 
echocardiography (symposium) [Wexler & Po- 
host], 156 
electrocardiography, precordial 
coronary-artery disease 
[Kaplan & King], 570 
monitoring 


(V;) in 
report) 


lead 
(clinical 


hemodynamic, invasive techniques (sympo- 
sium) [Buchbinder & Ganz], 146 
hemodynamic, noninvasive techniques (sym- 
posium) [Wexler & Pohost], 156 
myocardial function 
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ventricular performance [Filner & Karliner], 
610 
enflurane depression of in 
others], 501 
myocardial infarction, induced in dogs, inter- 
action of anesthesia, beta-receptor blockade, 
and blood loss [Prys-Roberts & others], 326 
oxygen consumption 
halothane-induced decrease in myocardial 
ischemia in non-failing dog heart [Bland 
& Lowenstein], 287 
ischemic heart disease, let blood pressure 
drop and use myocardial depressants (edi- 
torial views) [Hamilton], 273 
pacemaker, electroconvulsive therapy with (cor- 
respondence) [Blitt & Kirschvink], 580 
systolic time intervals, alterations of normal left 
ventricular performance by general anes- 
thesia [Filner & Karliner], 610 
ventricular performance, left, alterations of normal 
by general anesthesia [Filner & Karliner], 
610 
HEAVNER, J. E., FRIEDHOFF, J., and HASCHKE, 
R., Gas chromatographic assay of volatile 
anesthetics: some problems and a solution 
(laboratory report), 654 
HEDLEY-WilYTE, J., see EICHHORN, J. H., jt. auth. 
HEISTERKAMP, D. V., see PANDIT, S. K., jt. auth. 
Helium, see under Gases, nonanesthetic 
Hemangioma, subglottic, see under Airway, ob- 
struction 
Hematocrit, see under Blood 
Hemorrhage 


dog [Merin & 


anesthetic effects on survival following [Long- 
necker & Sturgill], 516 

propranolol beta-receptor blockade, anesthesia, 
and blood loss interaction in dogs with 
induced myocardial infarction [Prys-Roberts 
& others], 326 

Heparin, see under Blood, anticoagulants 

Hepatotoxicity, see under Liver 

HEREKAR, V. R., see FRUMIN, M. J., jt. auth. a 4 

Hilgard, E. R., and Hilgard, J. R., Hypnosis in 
the Relief of Pain (book review), 265 

Hirt, B. A., see BADEN, J. M., jt. auth. (2) 

HopcEs, M. R., see Lu, T.-S., jt. auth. 

HODGKINSON, R., and Marx, G. F., 
for delivery (correspondence), 694 

HoLapay, D. A., see YOSHIMURA, N., jt. auth. 

HoMER, L. D., see JOHN, D. A., jt. auth. 

Hook, R., and OSTHEIMER, G. W., The Society 
of Obstetric Anesthesia and Perinatology 
(report of scientific meeting), 581 

HOPER, J., see KESSLER, M., jt. auth. 

Hormones, aldosterone, primary aldosteronism 
with uncommon complications (clinical re- 
port) [Gangat & others], 542 

Horton, W. G., see Moore, D. C., jt. auth. 

Hoyt, J. L., see PAUL, D. R., jt. auth. 

HULETT, W. B., and LAING, J. W., Tension pneumo- 
cephalus and the sitting position (corre- 
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Hydrogen, see under Gases, nonanesthetic 
Hyperkalemia, see under Ions, potassium 
Hypnotics 
barbiturates 
pentobarbital, cerebral 
[Smith & Marque], 64 
pentobarbital, hemorrhage, survival following 
influenced by anesthetic agent [Longnecker 
& Sturgill], 516 
pentobarbital, visual tracking following (clini- 
cal report) [Stoller & others], 565 
benzodiazepines 
diazepam, brain blood flow and oxygen con- 
sumption responses to with and without 
nitrous oxide [Carlsson & others], 319 
diazepam, scopolamine and, amnesic actions 
in man [Frumin & others], 406 
lorazepam, anti-recall effect, dose—time—effect 
relationship [Pandit & others], 495 
lorazepam, visual tracking following (clinical 
report) [Stoller & others], 565 
Hypobaric spinal anesthesia, see under Anesthetic 
techniques, spinal 
Hypotension, see under Anesthetic techniques; 
Blood pressure; Complications; Position; 
Shock 
Hypoxia 
equipment failure, inhowing gas leak (clinical 
report) [Mulroy & others], 102 
neurogenic pulmonary dysfunction manifested as 
(clinical report) [Parks & Bergman], 93 
ventilatory response, nitrous oxide depression 
of [Yacoub & others], 385 


edema response to 


Immune response 
anesthesia and 
Cullen], 522 
volatile anesthetics, halothane and enflurane 
failure to inhibit lymphocyte transformation 
(laboratory report) [Duncan & others], 661 
Infants, see under Anesthesia, obstetric; Anesthesia, 
pediatric 
Infiltration, see 
regional! 
Innovar, see under Anesthetics, intravenous 
Interactions (drug) 
see also Antagonists, narcotic; Antagonists, neuro- 
muscular relaxants; Pharmacology 
bis-[ p-nitrophenyl }phosphate propanidid 
[Boyce & others], 629 - 
diazepam-—nitrous oxide effects on brain blood 
flow and oxygen consumption [Carlsson & 
others], 319 
Intercostal block, see 
niques, regional 
Intermittent mandatory ventilation apparatus, see 
under Equipment 
Intracranial pressure, see under Brain 
Intradermal anesthesia, see Anesthetic techniques, 
regional, infiltration 
Intubation 
endotracheal 
complications, vocal-cord paralysis, unilateral 
(clinical report) [Minuck], 448 


(review article) [Duncan & 


under Anesthetic techniques, 


under Anesthetic tech- 
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260 
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calcium 
clindamycin enhances nondepolarizing neuro- 
muscular blockade (laboratory report) 
[Becker & Miller], 84 
halothane interaction with in isolated pregnant 
and postpartum rat myometrium [Naftalin 
& others], 31 
peripheral vascular versus direct cardiac effects 
{Stanley & others], 46 
fluoride 
bone of rats anesthetized during gestation 
with enflurane or methoxyflurane [Fiserova- 
Bergerova], 483 
methoxyflurane analgesia for labor and de- 
livery, maternal and neonatal plasma_ in- 
organic fluoride after (clinical report) [Clark 
& others], 88 
potassium, hyperkalemia, succinylcholine-in- 
duced following denervation, onset [John 
& others], 294 
Ischemia, myocardial, see under Heart, blood flow 
ISERN-AMARAL, J., see STANLEY, T. H., jt. auth. 
ISHAK, B. A., SELENY, F. L., and NOAH, Z. L., 
Venous air embolism, a possible cause of 
acute pulmonary edema (clinical report), 
153 


JARVIK, M. E., see FRUMIN, M. J., jt. auth. 
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Rice, C. L., Onset of succinylcholine-in- 
duced hyperkalemia following denervation, 
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Johnstone, R. E., Anesthesiology Continuing Edu- 
cation Review (book review), 264 

JONES, A., STEWARD, D. J., Donsky, G. J., 
ORANGE, R. P., and MILKO, T., Incidence 
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JONES, E. L., see KAPLAN, J. A., jt. auth. 


KAASIK, A. E., see CARLSSON, C., jt. auth. 
KAPLAN, J. A., DUNBAR, R. W., and JONEs, E. L., | 
Nitroglycerin infusion during coronary-artery 
surgery, 14 
, and KING, S. B., III, The precordial electro- 
cardiographic lead (V;) in patients who have 
coronary-artery disease (clinical report), 570 
KARLINER, J. S., see FILNER, B. E., jt. auth. 
KaTZ, J., see CHANG, L. W., jt. auth. 
Katz, R. L. (ed.), Muscle Relaxants 
view), 585 
KAUFMANN, J. M., see EICHHORN, J. H., jt. auth. 
KELLEY, M., see BADEN, J. M., jt. auth. 
KELLEY, S. E., see GHONEIM, M. M., jt. auth. 
KESSLER, M., HOPER, J., and KRUMME, B. A., 
Monitoring of tissue perfusion and cellular 
function (symposium), 184 
Ketamine, see under Anesthetics, intravenous 
KHAMBATTA, H. J., see STONE, J. G., jt. auth. 
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nephrine in rhesus monkey [Sivarajan & 
others ], 300 
diuretics, d-tubocurarine neuromuscular block- 
ade enhanced by (clinical report) [Miller 
& others], 442 
halothane, chronic inhalation, pathologic effects 
(special article) [Chang & Katz], 640 
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renal failure (clinical report) [Eichhorn 
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KING, S. B., III, see KAPLAN, J. A., jt. auth. 
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555 
function, closure reflex response to 
oxide-oxygen analgesia (clinical 
[Cleaton-Jones ], 569 
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tracheal intubation (clinical report) [Minuck], 
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LAVER, M. B., Introduction: 
(symposium), 114 
and FAHMyY, N. R., Falsely high blood 
oxygen content by the Van Slyke—Neill 
method (correspondence), 105 
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Leukocyte, see under Blood 
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LINDBLOOM, L. E., see SIVARAJAN, M.., jt. auth. 
Lipolysis, see under Metabolism 
Liu, W.-S., see STANLEY, T. H.., jt. auth. 
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a time to measure 


and 
hemangioma 


INDEX TO VOLUME 45 


711 


halothane, chronic inhalation, pathologic effects 
(special article) [Chang & Katz], 640 
hepatotoxicity, halothane, animal model [Sipes 
& Brown], 622 
Local anesthetics, see under Anesthetics 
LOESER, E. A., OrnR, D. L., Il, BENNETT, G. M., 
and STANLEY, T. H., Endotracheal tube cuff 
design and postoperative sore throat (clini- 
cal report), 684 
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lowing hemorrhage, 516 
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Lu, T.-S., OHMURA, A., WONG, K. C., and 
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of upper airway obstruction (clinical report), 
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LuKA, N. L., see MERIN, R. G., jt. auth. 
Lumbar plexus, see under Anatomy; Anesthetic 
techniques, regional 
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airway closure, closing capacity measurement 
during general anesthesia [Gilmour & 
others |, 477 
bronchus, obstruction, and superior vena caval 
obstruction during anesthesia (clinical report) 
[Tonnesen & Davis], 91 
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closing, measurement during general anes- 
thesia [Gilmour & others |, 477 
vital, estimation without patient cooperation 
(clinical report) [Greenhow], 447 
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[Wilson], 135 
mucus, halothane depresses mucociliary flow 
in trachea [Forbes], 59 
neurogenic dysfunction, hypoxia as manifestation 
(clinical report) [Parks & Bergman], 93 
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tension [Stone & others], 508 
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cilia, halothane depresses mucociliary flow 
[Forbes], 59 
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(clinical report) [Spoerel & Chan], 450 
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views) [Fishman], 1 
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ing (symposium) [Buchbinder & Ganz], 
146 
brain function, 
Dowall], 117 
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standards, flask for preparation (laboratory re- 
port) [Nahrwold], 355 
_ thiopental assay, free and total plasma levels 
(laboratory report) [Becker], 656 
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{[Heavner & others], 654 
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mour & others], 477 
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Membrane, nerve, molecular mechanisms of local 
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scopolamine and diazepam amnesic actions in 
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on lipolysis of human fat cells [Bennis 
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and E. I., II, 


Inflowing gas leak, a potential source of 
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Muscle relaxants, see Neuromuscular relaxants 
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MorFarT, R. J., Distribution of waste anes- 
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495 
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SUNDT, T. M., see McKay, R. D., jt. auth. 
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cardiac, nitroglycerin infusion during [Kaplan & 
others ], 14 
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malformation, respiratory pattern changes 
during (clinical report) [Warren & others], 
690 
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cannulation, tension pneumothorax following 
(clinical report) [Cook & Dueker], 554 
internal, percutaneous catheterization compli- 
cated by chronic hematoma (clinical report) 
[Brown & Wallace }, 368 
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with d-tubocurarine [Gal & Smith], 22 
mechanical, closing capacity measurement during 
general anesthesia [Gilmour & others], 477 
monitoring pulmonary function (symposium) 
[Wilson], 135 
nitrous oxide depression of hypoxic ventilatory 
response [Yacoub & others ], 385 
obesity, cardiovascular and respiratory changes 
in response to change of posture in [Paul & 
others], 73 
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